PLATK XVIII.    Hotel Ang-elus, FA I'aso, Texas. Built of American Hydraulic Stone. Co.'s Concrete Blocks.
ting up buildings of concrete blocks use either "cast in sand" blocks or "dry" tamped blocks made impervious by the new invention of Purdy & Henderson described and illustrated above.
Plate XVII. shows the  new armory building at Ames,  Iowa,
PLATE XIX.    Office Building of National Electric- Co., Milwaukee, Wls. Built of American Hydraulic Stone Co.'s Concrete Blocks.
built of "Miracle" blocks. This is a very handsome building and a credit to the Miracle Pressed Stone Company, Minneapolis, Minnesota, whose product makes a wall practically free (as a whole)